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the armament plants would be completely concerted 
to civilian use e the Russians would be prepared to 
refrain from further demolition J This would include 
saving of the J a G 0 Fa Then plant in Bitterfeld; it 
had already been decided that the main building of 
Zeiss in Jena will be retained # as well as other 
buildings still remaining Q A portion of the Zeiss 
installations was already blown up 9 according to the 
Oberb&rgenn© later of Jena , 
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